

DEVALL, PATRICK 
GOVERNOR 

TIMOTHY P.^IURRAY 
LIEUTENANT GOVERNOR 

JUDYANNBIGBY, MO 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Heaith 
Wiliiam A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


05/13/2011 


Jessica Healy 

Assistant District Attorney, Plymouth County 


Dear ADA Healy, 

Enclosed is the infomiation you requested in regards to Commonwealth Included are 

copies of the following: 

1. Drug Analysis Laboratoiy Receipt. 

2. Cuniculum Vitae for Annie Dooklian & Lisa Glazer 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Ann ie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Lisa Glazer was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 

Sincereh 



Anni e Dookiran 

Chemist II 

Dnig Analysis Lab 

Jamaica Plain, MA. 02130 

(617) 983-6631 

Aimic. Kliaiifdjstate.m a. us 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Piibiic Health 

Boston Drug Laboratory State Laboratory Institute 

Tel (617) 983-6622 
Fax (617) 983-6625 


Amherst Drug Laboratory 
Tel (413) 545-260! 

Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


9:00-12:00 

1:00-3:00 


OB' U ppsi TTipTi^* B^roclctoi^ D0j!)ci2rtr[\snt 

Name and Rank of Submitting Officer: DONOHUE, Patrick s 


Police Reference No.: 



380 DOC # R013686 


Defeudant(s) Name (last,first,initial): 



To he completed by Submitter 

Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


1) PLASTIC BAGS UNK WHITE ROCK (QTY; 19) 

PLASTIC BAG UNK WHITE ROCK (S18276 ) 

wm 

2) PLASTIC BAGS UNK WHITE ROCK (QTY: 9) 

PLASTIC BAG UNK WHITE ROCK (S18277 ) 


3) WHITE TABLETS (QTY: 4) 

TABLETS {S18278 ) 

H 

4) WHITE TABLETS (QTY: 2) 

TABLETS (S18279 ) 

mm 

5) PLASTIC BAGS VM (QTY: 15) 

VEGETABLE MATTER (S18280 ) 

wm 

6) PLASTIC BAGS VEGETABLE MATTER (QTY; 2) 

VEGETABLE MATTER (S18281 ) 



7) PLASTIC BAGS VEGETABLE MATTER (QTY: 2) 
VEGETABLE MATTER (SI8282 ) 
















Curriculum Vitae 


Aunie Kban (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist 1.11 . Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Comp!eted six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

^Maintenance and repairs of all analytical instruments. 

*Respoosible for the Quality Control of all analytical instruments, reagents and controls/standards. 
*Responsible for the Quality ControlA^uality Assurance program for the drug lab. 

*Notary Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst L II. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

^Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Lisa A, Glazer 
Education 


Bachelor of Science Degree, CHEMISTRY January 2006 
UNIVERSITY OF NEW HAVEN 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry. Physics, Calculus 

Bachelor of Science Degree, FORENSIC SCIENCE January 2006 
UNIVERSITY OF NEW HAVEN 

Coursework included; Organic Chemistry, Quantitative Analysis, Instrumentaf 
Analysis, Physical Chemistry, Physics, Calculus, Biology, Criminal Justice and 
Forensic Science courses 

Employment . . . , ' 

Chemist I, II State Laboratory Institute (May 2007-Present} 

Massachusetts Department of Public Health 
Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2007. 

Laboratory Technician I (August 2006 - May 2007) 

University of Connecticut Chemistry Department - Storrs, CT 

> Prepared unknowns, chemical reagents and supplies for undergraduate 
chemistry courses 

> Set-up experiment demonstrations 

> Properly disposed of hazardous waste from the experiments 

> Made sure labs were being conducted safely 

> Kept track of student laboratory paperwork, inventoried glassware and 
chemicals and helped clean glassware 

Intern (September 2005 ~ November 2005) 

CONNECTICUT STATE POLICE. FORENSIC LABORATORY - Meriden, CT 

> Worked on a Pyrolysis Gas Chromatography project 

> Observed in the GSR testing, Forensic Biology, DNA, Questioned 
Documents, Black and White Photo, Latent Prints, Firearms, Trace Evidence 
and Color Photo Units 
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Date Analyzed: ou-VW\ I 


No. 

City: Brockton Police Dept. 
Officer: Detective PATRICK DONOHUE 
Def: 


Amount: 

No. Cont: 16 Cont: pb 

DateRec'd; 03/22/2011 
Gross Wt: 19.88 


Prelim: 


Findings: 


Subst: VM 

No. Analyzed: 

Net Weight: 3 - \ 
# Tests: 

LaO 


Date Analyzed: \\ 

City; Brockton Police Dept. 

Officer: Detective PATRICK DONOHU E 
Def; 


Amount: 

No. Cont: 2 Coni: pb 

DateRec’d: 03/22/2011 
Gross Wt: 19.23 


Prelim: 


Subst; VM 


No. Analyzed: 

Net Weight:^ ^ 
# Tests: ^ 


Date Analyzed: 

City; Brockton Police Dept. 

Officer: Detective PATRICK DONOHUE 



Amount: Subst: VM 

No. Cont: 2 Cont; pb 

Date Rec'd: 03/22/2011 No. Analyzed: 

Gross Wt: 5.36 Net Weight 0-4 

# Tests: COuncxS? 
■5 pyO 




Prelim; 


Findings: 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



ANALYST 



No. of samples tested: 


Evidence Wt 










Sample #: 


# samples tested: 2^ 


# 

Gross 

Weight 

Packet We fght 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight ■ 

Net 

Weight 

1 

o.J-bS^ 

\ / 

0.3-01 to 

26 




2 

o- 2'2^au 


O • \ t> 

27 




3 




28 




4 




29 




5 




30 




6 




31 




7 

■>' 



32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 




Calculations; 

V- O 

^ 3 S 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 



No. of samples tested: 


AGENCY ■ 


ANALYST 


Evidence Wt 


PHYSICAL DESCRIPTION: 


O-^ 







Gross Wt (<^ ): 

Gross Wt ( \ ): 

Pkg. Wt:_ 

Net Wt: \H.A^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) y- 

Marquis_;2L 

Froehde's_ 

Mecke's 


MIcrocfystalHne Tests 
Gold 

Chloride 4 , __ 

TLTA ( -) - 4 - _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS r^QCc^'o.^ 
DATE_C? ^1 


GC/MS CONFIRMATORY TEST 
RESULTS CrpCrjuocg 
MS 

OPERATOR yOsG. _ 

DATE 


Revised 7/2005 






DRUG POWDER ANALYSIS FORWI 


p 


SAMPLE # 


AGENCY 


ANALYST 


No. of samples tested: 


Evidence WL 











MICROMEDEX® Healthcare Series : POiSINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone And Acetaminophen 


Also known as Acetaminophen And Oxycodone 
Regulatory-Status: Schedule !l 
Ingredients 

Active-Ingredients: Acetaminophen - 650 MG 

Oxycodone Hydrochloride -10 MG 

Excipients: Crospovidone 

Magnesium Stearate 
micfocrystalline cellulose 
Povidone 

pregelatinized starch 
Stearic Acid 
corn starch 

Cfoscarmellose Sodium 
Silicon Dioxide, Colloidal 

Availability & Manufacturing 

Availability: United States 

Available-Container- ^ qq 


Contact: Watson Laboratories 
Product ID: 6044781 

AAPCC Code: 072702 - Acetaminophen with Oxycodone 

Registry Numbers: NDC 0591-0825-06 
NDC 0591-0825-01 

Physical Description 

Imprint: Watson 825 
Form: Oral Tablet 
Color: white 
Shape: Capsule-shape 


© 1974- 2011 Thomson Reuters. All rights reserved. 


httD://www.thomsonhc.comyhcs/librarian/PFDefaultActionId/pfPrintReady 5/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE M 



AGENCY 


ANALYST 

-^ 


No. of samples tested: 


Evidence Wi 


PHYSICAL DESCRIPTION: 

-r\- 



Gross Wt ( ):_ 

Gross Wt { ):__ 

Pkg. Wt:_ 

Net Wt; n . \ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS D|C^f O/Locy? 

date -\.t 


GC/MS CONFIRMATORY TEST 
RESULTS Q^uj>oLx5\i2 
MS 

OPERATOR L cay g. _ 

DATE m-S-M_ 


Revised 7/2005 
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MICROMEDEX® Heaithcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredfent: 

Oxycodone Hydrochloride - 5 MG 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 100; Package of 5 - 30 count cards; Ten 2 x 5 Blister Cards 


Contact: 

Covidien Mallinckrodt 


Product ID: 

6724458 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicyllc Acid) 

Registry Numbers; 

NDC 0406-0552-01 

NDC 0406-0552-32 

NDC 0406-0552-62 


Physical Description 



Imprints: 

M - The M is contained In a box. 

0552 - The imprint 0552 is separated by a score mark. 


Alt Imprints: 

M0552 - The M is contained in a box. 

M 0552 - The imprint 0552 is separated by a score mark. 

M 05 52 - The imprint 0552 is separated by a score mark. 


Form: 

Oral Tablet 


Color: 

While 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


httD;//www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf,PrintReady 

5/13/2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\04_06_ll\780828,D 

Operator : LAG 

Date Acquired : 6 Apr 2011 18:03 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




780828,D wed May 11 14:24:42 2011 


Page 1 


Folk_OIG_PRR_049257 




Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name i 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Data File: 

F:\SYSTEM7\04_06_11\780829.D 

LAG 

6 Apr 2011 18:16 

COCAINE STD 

6 

DRUGS . M 
RTE 


Abundance 

1000000 

500000 



TIC: 780829,D\data.ms 

586 

U 

Time--> 

T I -m-TT t V 
2.00 2.60 

T- r-p-r-r-T-n ^“7 ip-r i < f p- 

3.00 3.50 4.00 4.50 

^rT'y t t 1 1 1 I 1 r j"T 1 j 1 1 1 , 1 1 ( 1 1 ■I'yT"] 1 t 1 r~| 1 1 ( 1 1 J 1 r'v^ , ,■) i ] i i i i" 

5,00 5.50 6.00 6.60 7.00 7.50 8.00 8.60 9.00 9.50 

Ret. Time 

Area 

Area % Ratio % 

4,686 


1252219 100,00 100,00 


780829.D 


Wed May 11 14:24:50 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\SYSTEM7\04 06 ll\780829.D 



Operator 

LAG 



Date Acquired 

6 Apr 2011 18:16 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

6 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2,L 



PK# RT 

Library/lD 

CAStj 

^ Qual 


4.69 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


42 


Abundance 

80 
60 
40 

20 

0 

m/z-> 40 

Abundance 

80 
60 
40 

20 

0 


6 ^ 


| 5,5 68 

II j. 

60 


42 


66 68 

, l i | ^ , 

m/z-> 40 60 80 100 


Average of 4.654 to 4.850 min.: 780829.0\data.ms (-) 


182 


94 


105 


80 


82 


94 


122 


100 120 


135 166 


140 160 180 

#29: COCAINE 


182 

I 


198 

1 208 222 
T - T "T ^ Y"f — 

200 


So 


242 260 


272 


T' 


105 


122 

I 135 


198 

I 


272 

120 140 160 180 200 220 240 260 280 


214^ _ 244 259 


303 


282 


240 260 280 300 


303 


300 


780829,D 


Wed May 11 14:24:50 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\04 06 ll\780839.D 

Operator 

LAG 

Date Acquired 

6 Apr 2011 20:22 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS .M 

Integrator 

RTE 


Abundance TIC: 780839.O\dala,ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


780839.D Wed May 11 14:25:09 2011 


Page 1 


Folk OIG PRR 049260 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM7\04 06 ll\780840,D 

Operator 

LAG 

Date Acquired 

^6Apr 2011 20:34 

Sample Name 


Submitted by 

ASD 

Vial Number 

40 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TfC; 780840.D\data.ms 


1000000 


500000 


0 


4.^ 

586 

2.m29 

j 

i Ia ^ ! 

[ 

rVft-T-T-rT t I t rr' [ > j i l > ^ 

iS'"r'| T rT~T"7 1 T-T~n-r-T i i f i ^ ‘ ‘ ^ ’ ^'1 ' ^ ' n~'’'* i i i i i ^ ' j > i i M > i ^ > 


T!me-> 2.00 2.60 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.112 
2.329 
4.686 


174615 

138134 

1314157 


10.73 

8.49 

80.78 


13.29 
10-51 
100.00 


780840 -D 


Wed May 11 14:25:16 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\SYSTEM7\04__06__ll\780840.D 

Operator : LAG 

Date Acquired ; 20:34 

Sample Name : 

Submitted by ; ASD 

Vial Number ; 40 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.11 C;\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2 - Carbomethoxy- 8-methyl-8“azafoicyc1 04 302l"26“7 96 
2(IH)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 47 


Abundance Average of 2.086 to 2.166 min.: 780840.D\data.ms (-) 



1S2 


80 

60 


40 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


780840.D Wed May 11 14:25:16 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\04__06__11\780840 -D 
LAG 

6 Apr 2011 20:34 


ASD 
40 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2.33 C:\Database\NIST05a.L 


Ecgonine methyl 

ester 

106293-60-1 

98 

Bcgonine methyl 

ester 

106293-60-1 

97 

Ecgonine methyl 

ester 

106293-60-1 

97 


Abundance 

80 

60 

40 

20 

0 




Average of 2.303 to 2.366 min.: 780840.D\data.ms {-) 


96 


42 

I 




"2 140 1 ^ 6,199 


, V ] I i| r I 182 I 


m/z-> I 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 



267282 

rr^T^TYrn-nr,-; 


325 341355 


42£ 


#56369: Ecgonine methyf ester 


199 


168 


140 


lyrrj+jV 


183 


r-|-ri-r-r3 I'rr 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


780840.D Wed May 11 14:25:17 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\04_06_11\780840,D 
LAG 

6 Apr 2011 20:34 


ASD 
40 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C;\Database\PMW_TOX2.L 



PK}t 

RT Library/ID 

CAS# 

Qual 


4.69 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


Average of 4.649 to 4,660 min.: 780640.D\data.ms (•-) 



Abundance 


r-j t I I -i I rrr-r-prv ! -i-[ > i rT\ ^ i ■ t ii i i (-rj-TT-rT-p ■ -i ■ T^T-p-r-rn-p-n -rTT-r-rT- j -j ■T-rTp ■ t f-rr-r 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


780840.D 


Wed May , 11 14:25:18 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ;\SYSTEM7\04__06_ll\780841. D 

Operator : LAG 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 41 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


20:47 

ASD 


Abundance TIC: 780841,D\data,ms 



Ret. Time 


Area Area % Ratio % 


2.112 

258253 

7.48 

9.92 

2.329 

259000 

7.50 

9,95 

2.3 87 

100751 

2.92 

3.87 

3,865 

232560 

6.73 

8.94 

4.686 

2602541 

75.37 

100.00 


780841,D 


Wed May 11 14:25:24 2011 


Page 1 


Folk_OIG_PRR 049265 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\04_06__11\780841 .D 
LAG 

6 Apr 2011 20:47 


ASD 

41 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2.11 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2“Carbomethoxy-8“methyl-8~azabicycl 04302I-26-7 95 
2,6-Dimethoxytoluene 005673-07-4 43 


Abundance 

80 

60 

40 

20 

0 


42 


67 




Average of 2.085 to 2.170 min.; 780841 .D\data.ms (-) 
1$2 


82 


wWh- 


106 (• 

j:. y. 


122 

i! 


181 




I 


208 


249 267282 


325 


341 


1^ 


43C 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 


80 


60 


40 


20 


0 V-rn 
m/z-> 40 


152 


#43743: Ecgonidine, methyl ester 


122 


106 

T"| -l 4 "f- > ‘ L t 1 '^ 


181 


1^7 

M f 'T 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


n 1 I : j ITT f'-p 


1 ' I" 


780841 .D 


Wed May 11 14:25:24 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\04 06 ll\780841.D 



Operator 

LAG 



Date Acquired 

^^Apr 2011 20:47 



Sample Name 




Submitted by 

ASD 



Vial Number 

41 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 

2.33 

C:\Database\NIST05a.L 





Ecgonine methyl ester 

106293-60-1 

98 



Ecgonine methyl ester 

106293-60-1 

98 



Ecgonine methyl ester 

106293-60-1 

97 


Abundance 

80 

60 

40 

20 




Average of 2.297 to 2.366 min.: 780841.0\data.ms (-) 


42 


96 


112 168 199 


rfv^ VV^t r I 


m/z-*> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 



282 326 342 429 

r-j-r I p M i ’ j" T~ v > I [ I I 'T n j ' l I i i I ri'T f ; ; i >t ';- i i ‘ i > 


#56369: Ecgonine methyi ester 


np^-r-rp 


i r-r 


m/z^-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


780841.D Wed May 11 14:25:25 2011 


Page 3 


Folk_OIG_PRR_049267 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTBM7\04 06 11\780841.D 

Operator 

LAG 

Date Acquired 

^^Apr20^ 20:47 

Sample Name 


Submitted by 

ASD 

Vial Number 

41 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTF 


Search Libraries; C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW_TOX2 * L 


PKtt RT Library/ID 


CAS# Qual 


2,39 C:\Database\NIST05a.L 


Ecgonine methyl 

ester 

106293-60-1 

93 

Ecgonine methyl 

ester 

106293-60-1 

86 

Pseudoecgonine ! 

methyl ester 

099189-88-5 

70 


Abundance 

80 

60 

40 

20 


82 


Average of 2.366 to 2.499 min.: 780841 .D\data.ms (-) 


96 


42 ^ 



j 

147 




i 112 


ji fl i 


i 


133 



'>4 




i-r 


m/z-> 40 

Abundance 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

#56370; Ecgonine methyl ester 



168182 199 


281 

I 




221 249 267 


327 

i 


341 


355 




399 

r-rrVi •rTT-T 


112 


f I 126 7''1^4 T ! 

•r-f-T-T4-^rH-T-T-T^| "T I I I j r-rT-;'-| Vl t >'} I t I 'l j 


140 


168^82 199 


r r ^'T I I 'p]- 

tn/z--> 40 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 *360 380 400^ 


780841.D Wed May 11 14:25:26 2011 Page 4 


Folk_OIG_PRR 049268 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTSM7\04_06__11\780841.D 

Operator : LAG 

Date Acquired : 6 Apr 2011 20:47 

Sample Name : 

Submitted by : ASD 
Vial Number : 41 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


4 3.86 C:\Database\NIST05a.L 

Imidazo[2,l~b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-bjthiazole, 2,3,5/6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



780841.D Wed May 11 14:25:26 2011 Page 5 


Folk^OIG PRR 049269 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \SYSTEM7\04_06__11\780841 , D 

Operator : LAG 

Date Acquired : 6 Apr 2011 20:47 

Sample Name : 

Submitted by ; ASD 
Vial Number : 41 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.b 

PK^I RT Library/ID CAS# Qual 


5 4,69 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



780841.D Wed May 11 14:25:27 2011 Page 6 


Folk^OIG PRR 049270 








Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\04 06 11\780842.D 

Operator 

LAG 

Date Acquired 

6 Apr 2011 20:59 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TiC: 780842.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


780842, D v?ed May 11 14:25:42 2011 


Page 1 


Folk_OIG_PRR_049271 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM7\04_06_11\780843,D 
LAG 

6 Apr 2011 21:12 


ASD 

43 

DRUGS.M 
RTE 


Abundance 

1500000 


TIC: 780843.D\data.ms 

4.$86 


1000000 


600000 




Time-'> 2.00 2.50 

-T-rnn-i n-r| i . , ■ ,-p-r-r-T-i i 

3.00 3,60 4.00 4.60 

H ^ ^ ' 1 ' ‘ r-r j-T-T- 

5.00 5.50 6.00 

M 1 t 1 1 1 1 M 1 r 1 ! 1 I r'rT-TTT-]" 1 ^ i i m ^ i i i ^ i ^ 

6.50 7.00 7.60 8.00 8.50 9.00 9.50 

Ret . Time 

Area 

Area % 

Ratio % 

2,112 

239984 

9.95 

12,31 

2.329 

223552 

9.27 

11.47 

4,686 

1948878 

80.79 

100.00 


780843 


Wed May 11 14:25:51 2011 


Page 1 


Folk_OIG_PRR_049272 







Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\04_06_11\780843.D 

LAG 

6 Apr 2011 21:12 



Search 

Libraries: C:\Database\SLI.L 

C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.11 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24“2 98 
2-Carbomethoxy-'8-methyl-8-azabicycl 043021 -26- 7 96 
2(IH)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 38 


Abundance 


80 


mfz- 


60 


40 


20 


42 


67 


82 


T-ry. 

60 




Average of 2.086 lo 2.170 min.; 
$2 


1|2 


780843.D\d3la.ms {-) 


122 


106 


138 

! 

i \ 


181 


,il. 


208 


249 267 283 


326342 


42^ 


.fi-T-Vn f I'V . ^ , . . , . . , . . , 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 

80 


#43743: Ecgonidine, methyl ester 

1$2 


60 

40 


m/E-> 



100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


780843 -D 


Wed May 11 14:25:51 2011 


Page 2 


Folk_OIG_PRR 049273 









Area Percent / Library Search Report 


Information from Data File: 


Fxie Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\04_06_11\780843,D 
LAG 

6 Apr 2011 21:12 


43 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2,33 C:\Database\NlST05a.L 


Ecgonine methyl 

ester 

106293-60-1 

98 

Ecgonine methyl 

ester 

106293-60-1 

97 

Ecgonine methyl 

ester 

106293-60-1 

97 


Abundance 

80 

60 

40 

20 


42 




Average of 2.292 to 2.366 min,: 780843.D\data.ms (-) 


r ? ■ , 


112 

M ill Lm 


140 


166 199 

i 1p4 


261 267281 


325 342 


43C 


in "trp' i'\ I i i t L i ^ t ‘ L -r L i i > j i i-r[-|- T - n --T--[ - i 4 1 t 1 i f i i rr iTn -r T | 1 1 t t j '- i -rr . | 1 1 > 1 [ 'i " t i > [ i i i t 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 

80 

60 

40 

20 

OV 


8^ 


#56370: Ecgonine methyl ester 


42 


1 


! 


112 140 


199 


m/z-> 


181 

y i I I , [4 I i^pv 1*1 I j I I I I ^'T-t p-[-T-r-^-i ! ri IT | TT| i I < i j rTT'fpTr-“''"j'' I I i j , 1 I rj-T : r r']'T'l'T'V['i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


780843.D 


Wed May 11 14:25:52 2011 


Page 


Folk OIG PRR 049274 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\04_06_ll\780843.D 

Operator : LAG 

Date Acquired : ^^Apr2011 21:12 

Sample Name : 

Submitted by ; ASD 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


3 4.69 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.643 to 4.829 min,: 780843.D\dala.ms {-> 

! T 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 



780843.D Wed May 11 14:25:53 2011 Page 4 


Folk_OIG_PRR_049275 











Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\SYSTEM7\04_06__11\780847.D 

Operator : LAG 

Date Acquired : 6 Apr 2011 22;02 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquieitionMefch: DRUGS,M 
Integrator i RTE 



Tlme-> 2.00 2-60 3.00 3.50 4.00 4.50 5,00 6.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time Area Area % Ratio % 

*^*NO INTEGRATED PEAKS^"** 


780847.D Wed May 11 14:30:50 2011 Page 1 


Folk_OIG PRR 049276 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\04__06_11\780848.D 

Operator : LAG 

Date Acquired : 6 Apr 2011 22:14 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS >M 
Integrator : RTE 


Abundance TfC: 780648.D\dala.ms 



U ' M ' t ■ ^ 1 -[-T-T- r - r - y v-r-i-r -i- i . . , p . i . y i n | r i | ■ i ^ t p rr -T- y ■ . ^ i ^ | r i i i | t i i t }■ . . rr-yi . i ry r 

Time-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4.686 

1265172 

100.00 

100.00 


780848.D Wed May 11 14:30:55 2011 Page 1 


Folk^OIG PRR 049277 






Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\sySTEM7\04_06__ll\780848 .D 
LAG 

6 Apr 2011 22:14 

COCAINE 'STD 

6 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C;\Database\NIST05a.L 

Minimum 

Quality: 80 


C; \Database\PMW TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4,69 C:\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 


m/z-> 40 

Abundance 


m/Z"> 



Average of 4.649 to 4.829 mfn.: 780848.D\data.ms (-) 


182 


122 

I 135 


“T 

140 160 180 200 

#29; COCAfNE 

182 


198 

I 208 222 


303 


-T-y-r-r- 

220 


244 


272 

260 i. 282 


240 260 280 300 


^35 152 166 


198 


214 


244 

•("! I I » I 


259 


272 


303 




140 160 180 200 220 240 260 280 300 


780848,D 


Wed May 11 14:30:56 2011 


Page 2 


Folk_OIG_PRR_049278 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator r 


Data File: 

F:\SYSTEM7\04 

LAG 

7 Apr 2011 
BLANK 

2 

DRUGS, M 
RTE 


06_11\780872.D 
3 : 15 



, , , , t ^ f , k » ^ j I I . ^ j r-T-r-T’yr vTT-j -i J t t j i t i i j i rn--V7--r-r-r-T-T-'T'r'T-, 

Tjme-> 2,00 2.50 3,00 3.50 4.00 4.50 6.00 6.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


780872.D Wed Nay 11 14:26:27 2011 Page 1 

Folk OIG PRR 049279 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\04_06_ll\780873.D 

LAG 

7 Apr 2011 3:27 

OXYCODONE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


73 

DRUGS,M 
RTE 



200000 


0 I I r } t l l t | t > l l [ T ; ^ j"Vl < I | t I t l t - ^ 'T 7 - V - Ty T " F- T ~ r ~ ]" T~ 7 ~ T" - r" r j I ^ I 

Tirr!e-> 2,00 2.50 3.00 3.50 4.00 4.60 5.00 5.60 6.00 6.60 7.00 7.50 8.00 8.60 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

5.957 

820702 

100.00 

100.00 


780873.D 


Wed May 11 14:26:32 2011 


Page 1 


Folk OIG PRR 049280 









Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\SYSTEM7\04 06 ll\780873.D 



Operator 

LAG 



Date Acquired 

7 Apr 2011 3:27 



Sample Name 

OXYCODONE STD 



Submitted by 




Vial Number 

73 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


1 5,96 C:\Database\NIST05a,L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan~6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 

m/z-> 

Abundance 


Average of 5,919 to 6,084 min.: 780873.O\data.ms (-) 


315 


230 


44 


70 


115 


140 


201 


84 


98 


128 


159 

T~r-T- | I ' i 1' T I i 'S I I |»| I ^ ‘ ^ - Y-j-rr -T - y- r I t t j i i r T "pr ~t~~? r j I i j !'■ r i 't j i ri i | t ' t r 


167 
175 fl! 


215 

"'i 


258 


i 272 287^?^ 


40 


-prT-rrtn 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#134019: Morphinan-6-one, 4,5-epoxy*14-hydfOxy-3-niethoxy-17‘methyl-, (5.alpha.)- 

316 


356 





80 100 120 140 160 180 200 220 240 260 280 300 320 340 


780873,D 


Wed May 11 14:26:32 2011 


Page 2 


Folk OIG PRR 049281 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM7\04 06 11\780875.D 

Operator 

LAG 

Date Acquired 

7 Apr 2011 3:52 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Abunciance TIC: 780875.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


780875.D 


Wed May 11 14:26:45 2011 


Page 1 


Folk_OIG_PRR 049282 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM7\04_06_11\780876,D 
LAG 

7 Apr 2011 4:04 


ASD 

76 

DRUGS.M 
RTE 


Abundance TIC: 780876.D\data.ms 



Ret - Time 

Area 

Area % 

Ratio % 

5.957 

1021770 

100,00 

100.00 


780876.D 


Wed May 11 14:26:49 2011 


Page 1 


Folk OIG PRR 049283 




Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\04 06 ll\780876.D 



Operator 

LAG 



Date Acquired 

7 Apr 2011 4:04 



Sample Name 




Submitted by 

ASD 



Vial Number 

76 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C;\Database\SLI,L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASjl 

Qual 


1 5.96 C:\Database\NIST05a,L 

Morphinan“6“One, 4,5-epoxy“14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy“14-hydi-o 000076-42-6 99 


Abundance 

80 

60 

40 

20 

0 

nn/ 2 -> 

Abundance 

80 

60 

40 

20 

m/z-> 


Average of 5.920 to 6.105 min,: 780876.D\dala.ms (-) 


315 


230 


44 


70 


115 


140 


201 


57 


84 9® 


128 

Ik 


175 


214 

1l 


258 

244 I 272 


286 I 341 356 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#134019: Morphinan-6-one, 4,5-6poxy-14-hydfoxy-3-methoxy-17-melhyK (B.alpha.)- 

315 


230 


70 


140 


201 


116 

130 If ?. I, ll, 1' i,,JS ,S.I, A Ji' i, ,i 3p2a6 3» 

t-V■ 1 ■•-rYT-r^HHT T I 1 > j' r t " T'i V i ‘ 1 ' 1 ] 1 I rr ]' T -T-- r 'i I ' r-r -iri | t i M ‘r y ^ -rT - i j j-v- i- Ti | - i t i"t-'- rT - j i j r ~i p-f-i—r 


187 
157 175 III 


217 


258 

I 


40 60 


r-p-r-r-T-T-r-T-T-t-i 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 


780876.D 


Wed May 11 14:26:50 2011 


Page 2 


Folk_OIG_PRR 049284 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \SYSTEN7\04_06___11\780878 .D 
LAG 

7 Apr 2011 4:29 

BLANK 
ASD 
2 

DRUGS , M 
RTF 


Abundance TIC: 780878,DVdala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


780878*D Wed May 11 14:27:05 2011 


Page 1 


Folk_OIG_PRR 049285 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\04_06_11\780879.D 

LAG 

7 Apr 2011 4:42 


ASD 
79 

DRUGS.M 
RTE 



Tjme-> 2.00 2.50 

3.00 3.50 4.00 4.60 

:--r-y t'rf . | ^ , 

5.00 6.50 


-r-T-y ri I 1 1 1 < ^ ^ ^ , rp-r-r-r-] - n^r- 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

Q 

Ratio % 

5 , 951 

134254 

100 . 

00 

100.00 


780879.D 


Wed May 11 14:27:08 2011 


Page 1 


Folk_OIG_PRR_049286 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

P;\SYSTEM7\04 06 ia\780879.D 



Operator 

LAG 



Date Acquired 

7 Apr 2011 4:42 



Sample Name 




Submitted by 

ASD 



Vial Number 

79 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NlST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS^ 

t Qual 


1 5.95 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6“One/ 4,5-epoxy-14-hydro 000076-42-6 99 


Average of 5.920 to 6.063 min.: 780879.D\data.ms (-) 


3i5 


230 


70 


115 


f i 84 98 


140 201 


187 

it 

,1 jh'‘ 




268 


244 


282 300 




60 


i j > 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 

80 

60 
4oi 
20 

0 

m/z-> 20 40 

Abundance 

i 

80{ 

i 

601 
40 
20 

0'7r f , V% I', y. y^-rTi^Wt-Tyt-T-T-i 

m/ 2 -> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


366 


^f134017: Morph!nan-6*one, 4,5-epoxy-14-hydfOxy-3-methoxy-17‘methyt, (S.aipha.)- 

3l5 


230 


42 


15 28 


70 


115 


i 65 


64 98 


140 


201 


187 


215 


268 


S lli, .A. i H, Ji I 272 286^^^ 

' ' '' " ■ -— "- - S-rf - r - T" - T -t •! 1 ‘1 r j -rn 


780879.D 


Wed May 11 14:27:09 2011 


Page 2 


Folk OIG PRR 049287 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\04__06_11\780881.D 
LAG 

7 Apr 2011 5:07 

BLANK 


DRUGS.M 
RTE 


Abunclance TIC: 7808S1.D\data.ms 



Ret - Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


780881.D Wed May 11 14:27:22 2011 Page 1 


Folk OIG PRR 049288 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \SYSTEM7\04_06__11\7 8 0882 .D 
LxAG 

7 Apr 2011 5:19 

OXYCODONE STD 

73 

DRUGS . M 
RTE 


Abundance 

600000j 


400000t 


TfC; 780882.D\data.ms 
5.957 


200000 


li 

t I i I j T li 1 p P 1 1 I ^ p -; — 




-p 


Time-> 2.00 2.60 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

5.957 

845494 

100 - 00 

100,00 


780882.D Wed May 11 14:27:30 2011 


Page 1 


Folk OIG_PRR_049289 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\04 06 11\780882.D 



Operator 

LAG 



Date Acquired 

7 Apr 2011 5:19 



Sample Name 

OXYCODONE STD 



Submitted by 




Vial Number 

73 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfj 

Qual 


1 5.96 C:\Database\NIST05a.L 

Morphinan-6-one; 4^5“epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4^5-epoxy-14-hydro 000076-42-6 99 
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Average of 5.898 to 6.126 mm.: 780882.D\data.ms (-) 
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#134019: Morph jnan-6'One, 4,5-epoxy-14-hydfoxy-S'methoxy-17-methyl-, (S.afpha.)- 
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